UNCLASSIFIED 


FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE Date: 2/16/2012 

To: Indianapolis 


From: Indianapolis 

Squad C-5/Bloomington RA 



Case ID #: 89A-IP-99598 (Pending) 


Title: I I 

Dan Coats - Senator 
U.S. Senate - Victim; 

12/07/2011; 

CCSCAKA (Member of Senate - Threat to 
Kill) ; 

00: IP 


PHYSICAL OR MENTAL CONDITION MAY REQUIRE 
IMMEDIATE OR PROFESSIONAL CARE 


Synopsis: To report declination of local charges against 

subject . 


Details: On 2/16/2012, writer contacted Sgt.| |of 

the Monroe County Sheriff's Department who reported th e Monroe 
County Prosecutor's Office had declined prosecution of | | 


mandati ng 


noted t hat f 


receive 


Idid receive a court orde r 

J Sgt. 


Jadvised she would check to see in there was any new 


information pertaining to 
anything pertinent to report, 


]and contact writer if there was 


be 

hie 

hlE 


be 

blC 


♦♦ 


UNCLASSIFIED 



